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SUBJECT: IAEA/WHO PANEL ON USES OF NUCLEAR TECHNIQUES IN 
RESEARCH ON CONTROL OF HELMINTHIC INFECTIONS, NAIROBI, 

KENYA, NOV 26-30, 1973 

1. IAEA, IN COLLABORATION WITH WHO, PLANS CONVENE SUBJECT 
MEETING TO DISCUSS VARIOUS ASPECTS OF USE OF IONIZING RADI- 
ATION AND/OR RADIOACTIVE ISOTOPES IN STUDIES ON HOST- 

HELMINTH INTERACTIONS AND MECHANISMS OF ANTIHELMINTHIC IMMUNITY, 
AS WELL AS IN PREPARATION ATTENUATED VACCINES AGAINST THESE 
HELMINTHS, WITH PARTICULAR EMPHASIS ON HUMAN SCHISTOSOMIASIS, 
FILARIASIS AND HOOKWORM DISEASE. AGENCY EXPECTS PARTICIPATION 
BY APPROXIMATELY 15 EXPERTS INVITED BY IAEA OR WHO. 

2. AGENCY INVITES PARTICIPATION OF DR. E. H. SADUN, WALTER 

REED ARMY MEDICAL CENTER, WASHINGTON, D.C. BECAUSE OF FINANCIAL 
PROBLEMS FACING AGENCY, AGENCY IS ASKING GOVERNMENTS OF MEMBER 
STATES TO PAY COSTS OF ATTENDANCE AT AGENCY PANELS. AGENCY 
REQUESTS RESPONSE BY SEPTEMBER 15 AS TO WHETHER SADUN AVAILABLE 
TO ATTEND MEETING AND WHETHER TRAVEL AND SUBSISTENCE EXPENSES 
COULD BE FULLY OR PARTIALLY BORNE BY USG OR OTHER SOURCES. 

3. UNDERSTAND WHO INVITING DR. T. A. MILLER, JENSEN-SALSBERY 
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LABORATORIES, 9701 KESSLER, OVERLAND PARK, KANSAS. 
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4. SINCE SUBJECT OF MEETING IS DIRECTLY RELATED TO INTEREST 
OF LDC'S, MISSION BELIEVES USE OF COST-FREE EXPERT FUNDS 

WOULD BE JUSTIFIED TO COVER SADUN'S TRAVEL AND PER DIEM EXPENSES. 

5. ADVISE. PORTER 
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